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The Mint of the United States, 
At Philadelphia, Penn., 

Assay Department, 

April 27, 1880 


Hon. A. Loudon Snowden 
Superintendent &c &c 


Sir 


Agreeably to your direction I have revised the letter written May 9, 1878, by myself, in 
regard to a Re-issue of Instructions and Regulations of Mint Business. 


I find nothing to alter or amend, except a brief paragraph about the charges for making 
trade-dollars, now obsolete. 


I hope these suggestions will be adopted by the Director of the Mint. 
Very respectfully, 


Wm. E. DuBois 
Assayer 


